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POINTS OF CAUTION 

1. Always make sure the power is turned off before installing or removing a PC board. 

2. If the serial number seal affixed to this board has been removed, or alteration without consent 
has been made, then in the case of malfunction, even within any warranty period, will result in 
loss of subjection to warranty or onus. 

3. The circuits have been partly battery backed-up. Please desist from carrying out conductivity 
inspections with such tools as circuit testers as these can cause short circuits. And never 
remove the batteries. 

4. When transporting PC boards, please wrap them in sponge rubber or bubble wrap and place 
them in cardboard boxes. Take care to prevent exposure to strong shocks or jolts. 



